AMENDMENT NO. 1 JUNE 2017 
TO 
IS 7978 : 1984 SPECIFICATION FOR PORTABLE 
PNEUMATIC RIVET CUTTERS 


(First Revision) 


[Page 1, clause 4.3.2, line 2] — Substitute ‘IS 554 : 1999/ISO 7-1 : 1994 
Pipe threads where pressure-tight joints are made on the threads — Dimensions, 
tolerances and designation (fourth revision)’ for ‘IS 554 : 1975 Dimensions for 
pipe threads where pressure tight joints are required on the threads (second 
revision)’. 


[Page 2, clause 4.5, line 2] — Substitute ‘IS 11609 : 1986 Technical 
supply conditions for pneumatic tools’ for ‘Indian Standard Technical supply 
conditions for pneumatic tools (under preparation)’. 


[Page 3, clause 8, line 3] — Substitute ‘IS 11609 : 1986 Technical supply 
conditions for pneumatic tools’ for ‘Indian Standard Technical supply 
conditions for pneumatic tools (under preparation)’. 
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